BSc MLT Course Details: Everything You 
Need to Know 


The undergraduate degree of BSc Medical Lab Technology is specially 
designed for candidates who want to pursue courses in paramedical 
and allied medicine. With respect to laboratory techniques, it is 
designed to develop theoretical knowledge and practical aspects of a 
student in medical lab technology. 


Candidates deal with the diagnosis and treatment of patients who are 
suffering from various diseases and injuries after having completed the 
MLT course. In the BSc MLT course, samples from blood and other 
fluids are collected, and with the completion of the test, the disease 
comes to be known. 


Candidates in the BSc MLT course will be taught diagnoses in relation to 
haematology, bacteriology, allergy and immunology, molecular biology, 
endocrinology and toxicology. Diagnostic cytology comes under study in 
this course. 


BSc MLT Course Details: Eligibility Criteria 


If you want admission to the BSc MLT course, there are certain 
eligibility criteria that you need to fulfil first before you can start the 
admission process of any college or university that you want to join. 
Obviously, different colleges have different requirements for admission 
to the BSc MLT course. 


The BSc MLT course eligibility depends on many factors and varies with 
respect to reservation and types of institutions. The eligibility criteria of 
the BSc Medical Lab Technology course is mentioned in steps below: 


e Students must have passed the 12th standard from any 
recognised board in India. 

e They must have passed the 12th standard with a minimum of 50 
percent of marks in the qualifying examinations. 

e Students have to pass the 10+2 class with major subjects like 
Physics, Maths, Biology, and Chemistry. 


BSc MLT Course Details: Admission Process 


Admission to the BSc MLT course and other paramedical courses shall 
be made based on the merit of the student and by the cutoff list 
declared by the college or the university. Direct admission to the BSc 
MLT courses shall be offered by some colleges. In merit-based 
admission, it shall be based on previous qualifying marks. 


While the admission with the help of entrance exams are based on the 
cutoff marks that a student scores. Some universities also take their 
own entrance exams for admission in BSc MLT course. 


They can also pursue different specialisations which are their interests, 
in the course itself, at the admission time. 


BSc MLT Course Details: Fees 


The BSc Medical Lab Technology fees will be within the range of INR 4 
lakhs to INR 6 lakhs for this course. It is only tuition fees, excluding 
complete fees like a hostel fee, transportation fee, extra-curricular fees, 
etc. 


BSc MLT Scope 


This course has a very wide scope, and after BSc Medical Laboratory 
Technology, the candidate gets many best opportunities in so many 
fields anywhere in the world. Laboratory technology is one of the most 
challenging and satisfying careers in the job market today. Each day 


brings a technician/technologist anew, which is really good for their 
career. Many medical laboratory technicians work in pathology labs, 
research labs, urologist offices, and pharmaceuticals-not to mention 
hospitals. 


Besides the opportunities mentioned above, one may make a career in 
the education line as a lecturer or teacher. The course has grown 
manifold over the years in terms of what a student learns through the 
course; therefore, it would multiply the scope. The scope increased 
because the number of opportunities was increasing. 


